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THE GAZETTE OF INDIA: EXTRAORDINARY 


[Part n— Sec. 3(ii)] 


jmaSTRY OF POWER 
NOnFICAnON 
New Delhi, (he 15th March, 2011 


S.O. 579(E).—In exercise of (he powers conferred by Sub-para 3.2 of Para 3 of the Guidelines circulated under 
Section 63 of the Electricity Act, 2003 (No. 36 of2003), the Central Government hereby appoints the following Bid-Process 
Coordinators for the Transmission Projects, as shown against the name of each Transmission Project: 


SI. No. 

Name of Transmission Project 

Name of Bid Processing Coordinator 

(1) 

0 

(3) 


1. Transmission System associated with IPPs of 
Nagapattinam/Cuddalore Area—Package A 
—Nagapattinam Pooling Station—Salem 765 kV D/C line 
—Salem-Madhugiri 765 kV S/C line 

2. Transmission System associated with IPPs of 
Nagapattinam/Cuddalore Area—Package C 
—Madhugiri—^Naraidra 765 kV D/C line 
—Kolhapur-Padghe 765 kV D/C line (one ckt. via. Pime) 

3. Transmission Systttn associated with IPPs of 
Vemagiri Area - Package A 

—Vemagiri Pooling Station—Khammam 765 kV 1 ><D/C (1 st ckt.) line 
—Khamam-Hyderabad 765 kV IxD/C (1st ckt.) line 

4. Tran.smis8ion System associated with IPPs of 
Vemagiri Area—Package B 

—Vemagiri Pooling Station—Khammam 765 kV IxD/C (2nd ckt.) line 
—-Khamam—^Hyderabad 765 kV 1 xD/C (2nd ckt.) line 

5. Transmission System associated with IPPs of 
Vemagiri Area—Package C 

—Wardha—^Jabalpur Pooling Station 765 kV 1 xD/C line. 

2. The appointments of the Bid-Process Coordinators (BPCs) arc subject to the conditions laid down in the 
Guidelines. 


PFC Consulting Ltd, 
/ 

PFC Consulting Ltd, 


REC Transmission Projects Company Ltd. 


REC Transmission Projects Company Lki 


REC Transmission Projects Company Ltd. 


[F.No. 15/1/2011-Trans.] 
ARUN KUMAR, Director 
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